Message 


From: Lobik Stephen [slobik@facil.umass.edu] 

Sent: 7/27/2010 3:50:25 PM 

To: Lobik Stephen [slobik@facil.umass.edu]; Byrne, Eric (DPH) [Eric.Byrne@state.ma.us]; Rick Grant 

[rgrant@oit.umass.edu]; rsimpkiss@ureach.com 

CC: Pocsik Mark [mpocsik@facil.umass.edu]; Hanchett, James (DPH) [James.Hanchett@state.ma.us]; Taugher, Helen 

(DPH) [Helen.Taugher@state.ma.us] 

Subject: RE: DPH server move 


Eric, Rick and Bob, 

Please confirm you will be available to move the DPH server and related equipment on August 10 at 9:00 am. 
Thanks, 

Stephen 

Stephen Lobik 

Capital Project Manager 

Facilities & Campus Planning Division 

University of Massachusetts 

(T) 413-545-6516 

(F) 413-545-3684 
slobik@facil.umass.edu 


From: Lobik Stephen 

Sent: Monday, July 26, 2010 1:10 PM 

To: Byrne, Eric (DPH); Byrne, Eric (DPH); Rick Grant 

Cc: Pocsik Mark; 'Hanchett, James (DPH)'; 'Taugher, Helen (DPH)' 

Subject: DPH server move 

Gentlemen, 

This is to confirm the DPH server will be moved from its current location to room 236 on August 10 th and that 
during the move the server will be down for up to 3 hours. The exact time of day this will begin has not yet 
been established. 

Thanks, 

Stephen 

Stephen Lobik 


Folk OIG PRR 095930 




Capital Project Manager 


Facilities & Campus Planning Division 
University of Massachusetts 
(T) 413-545-6516 

(F) 413-545-3684 
slobik@facil.umass.edu 


Folk OIG PRR 095931 



